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Town  Hall , 

Telephone  Ho;  Brightlingsea 

Brightlingsea  2626,  Colchester;, 

Essex. 

October , 1967 • 


Hr.  Chairman,  Madam  and  Gentlemen, 

I have  pleasure  in  presenting  the  Annual  Report  on 
the  state  of  Public  Health  in  the  Urban  District  of 
Brightlingsea  for  1966. 

The  health  of  the  community  has  remained  satisfactory 
as  in  the  previous  year.  There  were  8 cases  of  measles 
notified  during  the  year.  The  population  has  increased  by 
200  to  5,680  according  to  the  Registrar  General's  figure  for 
mid  1966.  There  were  92  births,  giving  a birth  rate  of 
19.6.  The  death  rate  at  10. 7 compares  well  with  the  Rational 
figure  of  11. 7 and  there  were  2 deaths  from  lung  cancer. 

Other  figures  for  morbidity  are  given  on  pages  4 and  5 of  the 
Report. 

Attendances  at  the  County  Clinics  have  been 
satisfactor5r  during  the  year.  I84  children  were  immunised 
against  Poliomyelitis,  304  received  injections  against 
Diphtheria,  Tetanus  and  hooping  Cough,  and  77  were  vaccinated 
against  Smallpox. 

The  water  supplies  have  been  satisfactory  both  in 
quality  and  quantity  during  the  year,  despite  the  general 
shortage  of  water  in  Uorth  East  Essex,  which  is  likely  to 
exist  until  1971-  Reference,  however,  is  made  in  the 
analysis  of  the  water  sample  from  Church  Road  Pumping  Station, 
to  the  corrosive  properties  of  this  water  and  the  presence  of 
nitrate  nitrogen,  but  as  water  derived  from  this  source  is 
mixed  with  other  waters,  no  detriment  is  anticipated. 

The  satisfactory  condition  of  the  Municipal  Bathing 
Pool  has  been  maintained  through  constant  attention  to  clean- 
liness and  chlorination,  but  as  stated  in  past  years  the  Pool 
does  fall  short  of  modern  requirements,  and  it  is  hoped  that  a 
modern  type  of  Pool  will  be  constructed  in  the  near  future. 

It  is  hoped  that  the  older  lower  part  of  the  town  will 
now  be  considered  more  closely  with  view  to  implementing  the 
Housing  Ministry's  direction  to  establish  a scheme  for 
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renovating  and  improving  the  older  type  of  property  which  is 
considered  suitable  for  improvement  grant  and  other  forms  of 
redevelopments  This  will  preserve  the  pleasant  nature  and 
characteristics  of  the  Town  Centre  and  form  a firm  nucleus 
for  further  peripheral  development  in  the  future. 

My  gratitude  must  he  expressed  to  the  Public  Health 
Committee  and  Council  as  a whole  for  their  co-operation 
during  the  year,  and  also  to  the  Public  Health  Staff  for 
their  zeal  and  efficient  work,  often  carried  out  under 
difficult  circumstances. 


I am,  Mr.  Chairman,  Madam  and  Gentlemen, 

Your  obedient  Servant, 

E.  A.  STEUTHOUSE , 
Medical  Officer  of  Health. 
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STATISTICAL  MEMORANDUM 


Brightlingsea 

2,852 

5,680 

4,800 

1 

£158,235 

£644 

2,289 

92 

16 

19 

17 

92 


Urban  District  of  . . 0 . . . 

Area  in  acres  . , . ... 

Populations 

1966  Registrar  General's  Estimate 
1961  Census  . . . 

Density  of  Population  per  acre 
Rateable  value  .... 

Sum  represented  by  a penny  rate 
Dumber  of  inhabited  dwellings  (approx) 

Total  live  births  ... 

Birth  rate  crude  ... 

Birth  rate  corrected  ... 

Birth  rate  (England  and'  Wales) 

Total  live  and  still  births 
Total  still  births  ... 

Still  birth  rate  ... 

Still  birth  rate  (England  and  Wales) 

Total  deaths  ... 

Death  rate  crude  ... 

Death  rate  corrected  ... 

Death  rate  (England  and  Wales) 

Deaths  of  infants  under  1 year  of  age 
Infant  mortality  rate  - total  ... 

(Total  infant  deaths  per  1,000  total  live  births) 
Infant  mortality  rate  - (England  and  'Wales) 

Infant  mortality  rate  - legitimate 

Infant  mortality  rate  - illegitimate 

Deo-natal  mortality  rate 

(Deaths  under  4 weeks  old  per  1,000  total  live  births) 
Early  neo-natal  mortality  rate 

(Deaths  under  1 week  old  per  1,000  total  live  births) 
Perinatal  mortality  rate 

(Stillbirths  and  deaths  under  1 week  old  combined  per 

1,000  live  and  still  births) 
Dumber  of  illegitimate  births 
Percentage  of  otal  births  ... 

Death  from  diarrhoea  (under  2 years  of  age) 

Ilaternal  deaths  (including  abortion).. 

Paternal  mortality  rate 

Cancer  deaths  ...  ... 

Lung  cancer  deaths  ...  ... 

Tuberculosis  ...  ... 


•98 

,15s. 2d, 

.1 

• 6 
• 7 


15 

90 

15 

10 

11 

2 

21 

19 

21 

10 

10 

10 


.4 

.8 

• 7 

• 7 

• 7 

.0  . 

• 7 

.8 

.8 

.8 


.6 


19 
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LIVE  BIRTHS 


Male 

Femal e 

41 

51 

Total; 

92. 

CAUSES  OP  DEATH  DURING  1966. 

Male 

Female 

Total 

Cancer  (all  sites) 

11 

8 

19 

Diahetes 

2 

- 

2 

Vascular  lesions  of  nervous  system 

6 

6 

12 

Coronary  disease ? angina 

15 

8 

23 

Other  heart  disease 

4 

8 

12 

Other  circulatory  disease 

3 

3 

6 

Pneumonia 

2 

2 

Bronchitis 

4 

- 

2 

Ulcer  of  stomach  and  duodenum 

2 

- 

2 

Nephritis  and  nephrosis 

1 

- 

1 

Congenital  malformations 

1 

- 

1 

Other  defined  and  ill-defined 

diseases 

- 

3 

3 

Motor  vehicle  accidents 

- 

1 

1 

All  other  accidents 

1 

1 

51 

39 

90 

DEATH  OP  VARIOUS  AGES 

DURING  1966. 

Under  4 weeks 

1 

4 weeks  - 1 year 

1 

5 - 14  years 

- 

15  - 24  years 

- 

25  - 34  years 

1 

35  - 44  years 

1 

45  - 54  years 

4 

55  " 64  years 

6 

65  ~ 74  years 

33 

75  and  over 

43 

90 

5 


prevention  and  control  op  infectious  and  other  diseases 


The  following  figures  show  the  number  of  infectious 
diseases  which  were  notified  in  the  district  during  1966>- 


Disease 

Cases 

Notified 

Cases  to 
Hospital 

Cases 
at  home 

Cases 

Confirmed 

Deaths 

Measles 

8 

- 

8 

8 

- 

TU3ERCUL03IS  19 66. 

No  cases  of  Tuberculosis  were  notified  during  the 

year. 

Total  cases  on  Register  at  the  end  of  1966  = 29 

The  age  groups  of  the  cases  on  the  register  are  as 

follows 3- 


' Age 
i.  in 

Groups 

Years 

Respiratory 

M p 

Non- 

i'.'I 

-Respiratory 

F 

Totals 

!'  1 

— 

5 

— 

1 

— 

1 

15 

- 

25 

3 

2 

- 

- 

5 

(25 

- 

35 

3 

2 

1 

- 

6 

'35 

-- 

45 

5 

1 

- 

1 

7 

45 

- 

55 

5 

- 

- 

- 

5 

55 

- 

65 

2 

2 

-- 

- 

4 

65 

- 

75 

1 

- 

— 

— 

1 

Totals  3 

19 

8 

1 

1 

29 
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SANITARY  CIRCUMSTANCES  OF  THE  AREA 


WATER  SUPPLIES 

The  Tendring  Hundred  Waterworks  Company  are  the 
Statutory  Water  Undertakers  for  the  whole  of  the  Urban 
District  Area. 

The  supply  is  derived  from  Lower  Park  Road  Lore  hole 
and  the  Church  Road  deep  and  shallow  wells  and  any  deficiency 
is  made  up  by  bulk  supply  from  external  sources. 

The  total  number  of  dwelling  houses  supplied  from  the 
mains  is  estimated  at  2289 , of  these,  some  14  houses  are 
still  supplied  from  outside  standpipes. 

The  shortage  of  water  in  North  East  Essex  has  resulted 
in  a standstill  order  on  planning  permissions  for  the  erection 
of  dwelling  houses.  Planning  permissions  for  only  12 
dwelling  houses  may  be  granted  in  any  one  year.  This 
restriction  is  likely  to  continue  until  1971  when  additional 
supplies  should  be  available . 


CHEMICAL  RESULTS  IN  PARTS  PER  MILLION 


Church  Rd. 

Lower  Park 

Waterworks 

Waterworks 

Colour  (ilazen  Scale) 

5 

3 

Reaction  pH 

6.3 

7.6 

Electric  conductivity  (ohm  cm^) 

720 

1500 

Chlorine  present  as  Chloride 

71 

310 

Hardness:.  Total 

285 

235 

Carbonate 

35 

235 

Non- carbonate 

250 

0 

Nitrate  Nitrogen 

24 

0.0 

Nitrite  Nitrogen 

Absent 

Absent 

Ammoniacal  Nitrogen 

0.03 

0.80 

Oxygen  absorbed 

0.60 

0.50 

Albuminoid  Nitrogen 

0.03 

0.02 

Residual  chlorine 

Absent 

Absent 

Metals;  (Zinc,  copper,  lead, 
manganese) 

Absent 

Absent 

Iron 

0.03 

0.14 

Fluoride  (F) 

less  than  0.1 

1.9 

Turbidity 

Nil 

Nil 

Odour 

Nil 

Hydrogen  Sulphide 
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Church  Rd. 

Lower  Park 

Waterworks 

Waterworks 

Free  carbon  dioxide 

14 

14 

Dissolved  solids  dried  at  l80°C 

555 

940 

Alkalinity  as  calcium  carbonate 

35 

290 

Silica 

16 

36 

MINERAL 

ANALYSIS  (After  filtration 

if  necessary)  (Parts  per 

million  and  milli 

equivalents 

per  litre. ) 

a) 

CHURCH  ROAD  WATERWORKS 

Cations 

Anions 

p.p.m.  mEq./L 

P .p .m. 

mEq./L » 

Ca 

8p  4.2  C03 

21 

0.70 

Mg 

IT  1.4  S04 

168 

3.5 

Na 

50  2.2  Cl 

71 

2.0 

t r 

9 O.25  N03 

112 

1.8 

Total; 

8.0 

8.0 

Hypothetical  Combi 

.nations 

p.p.m. 

mEq./L. 

Calcium  carbonate 

35 

0.70 

Calcium  sulphate 

238 

3.5 

Magnesium  chloride 

67 

1.4 

Sodium  chloride 

20 

0.35 

Sodium  nitrate 

153 

1.8 

Potassium  chloride 

19 

0.25 

Silica 

16 

Total ; 

548 

8.0 

l) 

LONER  PARK  PAPERWORKS 

Cations 

Anions 

p.p.m.  mEq./L. 

p.p.m. 

mEq./L. 

Ca 

54  2.7  C03 

174 

5-8 

Hg 

23  1.9  S04 

67 

1.4 

Na 

250  10.9  Cl 

310 

8.7 

K 

IS  0.45  N03 

-- 

— 

Total; 

15.9 

15.9 

8 


Hypothetical  Combinations 


p.p.m. 

mEq ./L 

Calcium  carbonate 

135 

2-7 

Magnesium  carbonate 

80 

1-9 

Sodium  carbonate 

64 

1.2 

Sodium  sulphate 

99 

1.4 

Sodium  chloride 

483 

8.25 

Potassium  chloride 

36 

0.45 

Silica 

36 

- 

933 

15*9 

REPORT  ON  ANALYSIS  OP  WATER  SAMPLE 


CHURCH  ROAR  PUMPING  STATION 

This  sample  is  clear  and  bright  in  appearance  and  is 
free  from  metals  apart  from  a negligible  trace  or  iron.  It 
has,  however,  a reaction  on  the  acid  side  of  neutrality  due 
to  its  content  of  free  carbon  dioxide  with  very  low  carbonate 
alkalinity. 

The  water  is  hard  in  character  but  its  hardness  and 
its  content  of  mineral  and  saline  constituents  in  solution 
are  not  considered  excessive.  The  hardness  is  mainly  non- 
carbonate or  "permanent”  in  character  due  to  calcium  sulphate. 

The  organic  quality  of  the  water  is  of  a high 

standard. 

These  results  indicate  a pure  and  wholesome  water, 
from  the  aspect  of  the  chemical  and  mineral  analysis.  For 
public  supply  purposes,  however,  the  correction  of  corrosive 
characteristics  towards  metals  is  considered  advisable.  The 
content  of  nitrate  is  considered  undesirably  high  for  the 
preparation  of  infant  feeds,  (optimism  figure  20  p.p.m. 
nitrate  nitrogen.) 

REPORT  ON  ANALYSIS  OF  WATER  SAMPLE 

LOWER  PARK  PUMPING  STATION 

This  sample  is  clear  and  bright  in  appearance  and  is 
free  from  metals  apart  from  a minute  trace  of  iron.  Its 
reaction  is  on  the  alkaline  side  of  neutrality. 
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The  water  is  hard  in  character  hut  its  hardness  and 
its  somewhat  high  content  of  mineral  and  saline  constituents 
are  not  considered  excessive.  The  hardness  is  entirely 
carbonate  or  " temporary"  in  character  , with  sodium  bicarbonate 
also  present.  The  water  is  of  a high  standard  of  organic 
quality.  The  presence  of  ammoniacal  nitrogen  is  typical  of 
many  deep  boreholes  under  the  London  Olay. 

These  results  indicate , from  the  aspect  of  the 
chemical  and  mineral  analysis,  a pure  and  wholesome  water 
suitable  for  public  supply  purposes. 

RIVER  AND  STREAM  POLLUTION 

Sampling  of  the  treated  effluent  from  the  Town's 
Sewage  ’forks  is  carried  out  by  the  Essex  River  Authority  at 
regular  intervals  with  generally  unsatisfactory  results. 

Until  the  construction  of  the  new  Sewage  Works  has  been 
completed  little  improvement  can  be  expected. 

SEWERAGE  AND  DRAINAGE 

The  new  sewage  relief  system  has  now  been  completed 
and  surcharging  has  been  eliminated.  Until  the  new  sewage 
works  is  completed  the  restriction  on  development  will 
continue . 

To  enable  the  Manor  Estate  to  proceed  an  agreement 
has  been  reached  with  the  Essex  River  Authority  to  reintroduce 
chemical  precipitation  at  the  sewage  disposal  works,  this 
system  with  additional  sludge  beds  will  enable  the  first  phase 
of  some  137  houses  to  proceed  on  the  Manor  Estate.  The  new 
sewage  works  which  'will  give  full  biological  treatment  will 
rrovide  for  the  vacuum  drying  of  sludge.  The  disposal  of 
sludge  from  the  sewage  works  is  a major  problem  and  the 
introduction  of  vacuum  drying  should  help  considerably  in 
overcoming  this  difficulty. 

SANITARY  ADMINISTRATION 

The  following  is  a synopsis  of  the  principal  work 
carried  out  by  the  Public  Health  Section  during  1966a- 

Inspections  (Public  Health  & Housing)  730 

Other  inspections  primarily  in  connection  with 

Surveyor's  duties  923 

Informal  notices  complied  with  19 
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Informal  notices  served  19 

Statutory  notices  complied  with  3 

Humber  of  premises  at  which  nuisances  were 
abated  8 

Schedule  of  Housing  Inspections  and  Improvements  obtaineds- 

Type  of  repair  Repairs  completed 

Dampness  23 

Roof  defects  12 

Plaster  defects  9 

Pointing  3 

Insufficient  drainage  1 

Defective  drainage  35 

Insufficient  or  defective  closets  3 

Defective  paving  5 

Provisions  of  dustbins  68 

Inadequate  water  supply  2 

Dangerous  buildings  3 

Defective  floors  7 

Huisances  22 

Infestation;™ 

Rats  68 

Mice  4 


BA THING  POOL 

In  the  absence  of  any  firm  policy  to  replace  the 
bathing  pool  operation  continues  on  a day  to  day  basis. 

Although  the  pool  falls  considerably  short  of  modern  standards,; 
frequent  cleansing  and  chlorination  of  the  filling  water  has 
produced  reasonably  satisfactory  bacteriological  results. 

from  the  safety  angle  however  the  pool  falls 
considerably  short  of  the  desired  standards.  In  the  interests 
of  public  health  and  safety  the  provision  of  a new  swimming 
pool  on  the  Testern  Promenade  is  long  overdue.  Economically  an 
oper-air  pool  of  modest  dimensions,  some  80-100  ft.  in  length, 
is  probably  the  only  possible  solution  to  our  problem  and  if  is 
strongly  recommended  that  a scheme  of  this  type  be  put  in  hand 
with  the  minimum  of  delay. 


CARAVANS  Al'TD  CAMPING  GROUNDS 


The  Local  Authority  continues  to  operate  the  only 
official  caravan  and  camping  site  in  the  district . 

Improvements  have  been  carried  out  to  drainage  and  access  to 
the  site  during  the  year.  These  improvements  are  part  of  a 
long  term  policy  which  is  reviewed  each  year. 

HOUSING 

New  houses  and  flats  erected  during  1966 

Private  enterprise  59 

Council  houses 

Council  flats  - 

Council  bungalows  6 

65 

Standard  Grants  22 

POOP 

The  following  list  shows  the  number  of  visits  paid  to 
premises  at  which  food  for  humna  consumption  is  sold  or 
prepared ; -- 

Fruiterers  10 

Cafes 5 Restaurants  and  Hotels  22 

School  canteens  4 

Butchers  shops  11 

Fish  friers  2 

Wet  fish  shops  1 

Bread  and  cake  shops  6 

Ice  cream  vendors  3 

Bakehouses  2 

Poultry  shops  Nil 

General  stores  and  grocers  -38 

The  following  is  a list  of  improvements  obtained  in 
Food  Premises; 

Want  of  washing  facilities  3 

Want  of  cleanliness  4 

Sanitary  accommodation  2 
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REGISTRATION  OR  FOOD  PREPARING  PREMISES 

The  number  of  premises  registered  persuant  to 
Section  16  of  the  Food  and  Drugs  Act,  is  as  followss- 

Sausage  meat,  pressed,  pickled 

and  preserved  meat  6 

Sale  of  ice  cream  24 

FOOD  AND  DRUGS  AUTHORITY 

The  Council  is  not  the  Food  and  Drugs  Authority  for 
the  district. 


INSPECTION  OF  MEAT  AND  OTHER  FOODS 

There  are  no  licensed  slaughterhouses  in  the  area. 

During  the  year  the  following  diseased  and  unsound 
food  was  surrendered  and  condemned? ~ 

4 lb.  tin  of  chopped  pork 

30  lbs.  of  rabbit  carcases 

2 lbs.  of  dairy  butter 

1 box  of  kipper  fillets 

21  bars  of  chocolate 
bushel  of  shrimps 

ICE  CREAM 

The  total  number  of  premises  registered  for  the  sale 
of  ice  cream  is  24 . All  ice  cream  sold  in  the  district  is 
obtained  from  reputable  sources. 

BAKEHOUSES 

There  are  four  bakehouses  in  the  Urban  District,  but 
none  of  these  are  underground  premises.  Inspections  were 
made  during  the  year. 


Blown 

Decomposition 

Rancid 

Decomposition 

Contamination 

Decomposition 


SHELLFISH 

The  oyster  purification  plant  is  now  permanently 
closed  and  arrangements  arc  in  hand  to  demolish  the  buildings 
and  prepare  the  site  for  alternative  development.  A small 
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privately  owned  plant  operating  on  the  ultra-violet  ray 
principle  is  now  operating  in  the  Shipyard  Estate . This 
plant  is  for  cleansing  oysters  from  the  Pyefleet  and  the 
oysters  originate , therefore,  from  a non-polluted  source. 
Samples  are  still  taken  at  regular  intervals  for  submission 
for  bacteriological  examination  and  all  results  have  been 
satisfactory. 


FOOD  PREMISES 


The  following  Table  sets  out  the  number  of  food 
premises  subject  to  the  Food  Hygiene  (General)  Regulations, 
I960,  grouped  in  categories  of  trade  carried  on  in  them  and 
includes  the  following  approximate  information  for  each 
category  separately 3- 

a.  The  number  of  premises. 

b.  The  number  of  premises  provided  with  staff  hand- 
washing facilities  in  compliance  with  Regulation  16. 

c.  The  number  of  premises  subject  to  compliance  with 
Regulations  19  which  requires,  in  food  premises  in 
which  open  food  is  handled,  the  provision  of 
sufficient  sinks  or  other  facilities  for  washing  food 
and  food  equipment. 

d.  The  number  of  premises  at  C above  actually  fitted  to 
comply  with  Regulation  19- 


Premises 


a.  b.  c.  d. 


Fruiterers 

Cafes  and  Restaurants  and  Hotels 

School  canteens 

Butchers  shops 

Fish  friers 

7et  fish  shops 

Bread  and  cake  shops 

Bakehouses 

General  stores  and  grocers 


4 4 4 4 

10  10  10  10 

111  1 
6 6 6 6 

2 2 2 2 

1111 
4 4 4 4 

4 4 4 4 

17  17  17  17 


Totals  3- 


49  49  49  49 
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PUBLIC  CLEANSING 


Refuse  disposal  is  by  controlled  tipping  and  adequate 
land  exists  for  the  next  4 years  particularly  during  the 
winter  period.  The  acquisition  of  more  land  for  refuse 
tipping  is  necessary  so  as  to  adequately  provide  for  the  future 
and  during  summer  periods.  A weekly  collection  of  refuse  is 
provided  over  all  the  area  and  refuse  is  removed  from  the  rear 
of  premises  by  means  of  the  "skep”  system. 


THE  OFFICES,  SHOPS  AND  RAILWAY  FR23IISES  ACT,  1963 

(a)  Registrations  and  General  Inspections 


Class 

of 

Premises 

(1) 

Humber  of 
premises 
registered 
during  the 
year 

..  (2) 

Total 
number 
registered 
premises 
at  end  of 
year . 

(3) 

Humber  of  | 

registered 

premises 

receiving 

a general 

inspection 

during  the 

year. 

(4) 

Offices 

6 

38 

9 

Retail  shops 

1 

61 

15 

Wholesale  shops , 

J 

warehouses 

- 

- 

- 

Catering 

establishments,  open  to 

j 

the  public 

- 

8 

5 

Canteens 

- 

1 

l 

Fuel  storage  depots 

- 

2 

1 1 

Totals; 



L~  7 

110 

» ! 

(b)  57  visits  of  all  kinds  by  Inspectors  to  registered 
premises . 

(c)  Analysis  of  persons  employed  in  registered  premises 
by  workplace. 


15. 


j Class  of  workplace 

Humber  of  persons  employed  j 

i (1'' 

(2) 

1 

Offices 

97 

Retail  shops 

114 

Wholesale  departments., 

warehouses 

21 

Catering  establishments 

open  to  the  public 

20 

Canteens 

4 

Fuel  storage  depots 

8 

Total s 

264  | 

Total  Males; 

123  | 

Total  Females; 

1 

141  : 

(d) 

Exemptions  ............... 

Nil 

(e) 

Prosecutions  ............. 

Nil 

(f) 

Humber  of  inspectors  appointed 
(l)  or  (5)  of  the  Act  ....... 

under  Section  p2 

(g) 

Number  of  other  staff  employed 

for  most  of  their 

time  on  work  in  connection  with  the  Act  . . . . !!il 


16, 


FACTORIES  ACT,  I96I 
PART  1 OF  THE  ACT, 


1.  Inspections  for  purposes  of  provisions  as  to  health. 


Premises 

(1 ) . _ . 

Number 
oh  Reg- 
ister 

(2) 

Numb 

Inspec- 

tions 

(3) 

er  of 
7/ritten 
Notices 

(4) 

1 

Occupiers  ! 
Prosecuted  ) 

. (5) 

(i)  Factories 
in  which  Sections 

1 , 2 , 3 9 4 and  6 
are  to  be  enforced 
;by  Local 

Authorities 

3 

3 

2 

Nil 

(ii)  Factories 
not  included 
in  (i)  in 

i ' 

j which  Section 
j 7 is  enforced 
! by  the  Local 
Authority 

28 

26 

Nil 

(iii)  Other 
premises  in 
which  Section 

7 is  enforced 
by  the  Local 
Authority 
(excluding 
out -workers 
premises) 

J 

1 -------- 

9 

9 

Nil 

j'Totals; 

40 

38 

2 

Nil 

2.  Cases  in  which  defects  were  found, 

(if  defects  are  discovered  at  the  premises  on  two, 
three  or  more  separate  occasions  they  should  be  reckoned  as 
two,  three  or  more  "cases".) 


Humber  of  cases  in  which 
defects  were  found 

Humber  of 
cases  in 

Particulars 

(1) 

Pound 

(2) 

Reme- 

died 

(3) 

Rei 
To  H.K. 
Inspec- 
tor . 

(4) 

lerred 

By  H.M. 
Inspec- 
tor. 

(5) 

whi  ch 
prosecu- 
tions were 
instituted 
(6) 

Want  of 
Cleanliness 

1 

Ml 

(sa.) 

Overcrowding 

(S.2.) 

2 

1 

! - 

Nil 

Unreasonable 

temperature 

(3.3.) 

! 

Nil 

Inadequate 

ventilation 

(S.4.) 

1 

1 

Ml 

Ineffective 
drainage  of 
floors 
(3.6.) 

Ml 

Conveniences 

(S.7.) 

(a) 

Insufficient 

Ml 

00 

Unsuitable  or 
defective 

Ml 

(c) 

Hot  separate 
for  sexes 

Ml 

Other  offences 
against  the 

Act  (not 
including 
offences 
relating  to 
outwork ) 

Ml 

Totals. 

3 

c 

2 

11  il 

Ml 

18 


PART  VIII  OP  THE  ACT 


OUTWORK  (SECTIONS  133  and  134) 


Section  133 

Section  134 

Number  of 

Number 

Number  of 

Number  of 

Nature 

of 

work 

out- 

of 

prosecutions 

instances 

workers 

cases 

for  failure 

of  work  in 

in  August 

of 

to  supply 

unwholesome 

list 

default 

lists 

premises 

required 

in 

sending 

Section 

lists 

133  (1) 

of  the 

(c) 

Council 

..(i ) 

. . (2) 

(3) 

(4) 

(5) 

Wearing 
apparal 9 
making , 
etco 

4 

19 


